UNIT 


LOCATION 


OUTAGE GAGE SHEET 

(USING INNAGE TAPE AND BOB) 

For use of this form, see FM 10-67-1 ; the proponent agency is the US Army Training and Doctrine Command 


DATE 


API GRAVITY 


[~ j OPENING 
[~] CLOSING 
□ INVENTORY 


NOMINAL TANK CAPACITY 


PRODUCT AND GRADE 


LINE 

NO. 

PROCEDURE 

LINEAR READING 

VOLUME 

(Gallons) 

1 

Tape reading 



2 

Bob reading (cut) 



3 

Reference height 



D 

Outage (line 1 plus line 2) 



5 

Innage (line 3 minus line 4) 



6 

Bottom sediment and water 



7 

Net volume of product, uncorrected for temperature 
(line 5 minus line 6) 



8 

Average temperature 



9 

Multiplier 



10 

Net quantity of product at 60°F (line 7 multiplied by line 9) 





NAME AND GRADE OF OPERATIONS OFFICER (Print) 


NAME AND GRADE OF GAGER (Print) 


SIGNATURE OF OPERATIONS OFFICER 


SIGNATURE OF GAGER 


DA FORM 3853-2, MAY 1972 


APD LCv1.02ES 




















